Bombs Found 
In Ottawa 

OTTAWA* Jan. 2 (UPI>— 
Three time bombs were found 
in or near mailboxes in Otta- 
wa’s residential West End to- 
day. 

One was discovered in a 
mailbox and the two others 
were found in snowbanks be- 
side parcel drops. ' 

The bombs, enclosed in 
ordinary paper bags, were 
placed in army' explosives 
trucks and taken away. None 
exploded. The devices were 
found within a mile of each 
other and about four miles 
from the Parliament buildings 
in downtown Ottawa. 


